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TAGS: ESTC, COCOM, HU 

SUBJECT: US POWER METER TO HUNGARY - IL 1502 



RE STATE A6083 

B. COCOM DOC (73) 1353 (STATE A5989) 

1. WE NOTE THAT WHILE REF A DEALS WITH "TYPE 402/385" POWER METER, 
REF B- ON BEWT CASE 058784 - IS CONCERNED WITH "TYPE 402" 

METER. IS DIFFERENCE SIGNIFICANT ENOUGH TO REQUIRE DIFFERENT 
BROCHURE, OR WOULD IT BE BETTER TO DROP '7385" FROM 
DESCRIPTION IN NEW CASE? 

2. AS TO F168 FORMAT IN REF A, PLEASE NOTE US DEL SUGGESTIONS 

IN JULY 20 LETTER TO WALINSKY. FACT THAT WE FOUND REF B RELATIVELY 
EASILY DOES NOT DETRACT FROM THEM. 



3. INSTRUCTIONS REQUESTED RE PARA 1 ABOVE. 
BROWN 
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